Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 9/30/2010 12:33:35 PM 

To: Long, Suzanne (DPH) [Suzanne.Long@state.ma.us]; Popstefanija, Marija (DPH) [Marija.Popstefanija@state.ma.us]; 

Taugher, Helen (DPH) [Helen.Taugher@state.ma.us]; Hanchett, James (DPH) [James.Hanchett@state.ma.us]; Salem, 
Sharon (DPH) [Sharon.Salem@state.ma.us] 

CC: Dunn, Ceci (DPH) [Ceci.Dunn@state.ma.us]; Connolly, Grace (DPH) [Grace.Connolly@state.ma.us]; English, Beth 

(DPH) [Beth.English@state.ma.us] 

Subject: Morrill - DPH meeting 

Attachments: 2010-09-23 Constr_mtg05.pdf 


Folks, 

Today's construction meeting will be held at 11:00 on the first floor of Morrill I. I'm not sure of the room 
number but it is pretty much the only room not under construction. I will have meeting minutes for those 
who will attend. 

Thanks, 

Stephen 


<<2010-09-23 Constr_mtg05.pdf» 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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